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COVID-19 Vaccination 


Sessions Held Today : 89 
Number of Beneficiaries Vaccinated Today : 3306 
Number of Beneficiaries Fully Vaccinated: 121441 
Number of 60+ years given First Dose: 313128 


Number of 45-59 years with co-morbidity given First Dose: 23288 
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Details of Sessions held and Beneficiaries Vaccinated in Uttarakhand 


=aaSe 
Toda 
sessions Partially : Partially Fully Partially Fully 

WERE Vaccinated Bay Vaccinated Vaccinated Vaccinated Vaccinated 

hrs (1st Dose 24 hrs ae aa (ut 24 hrs (1st Dose (Both Dose 24 hrs (1st Dose (Both Dose 

Coverage) ose Coverage] Coverage) Coverage) Coverage) Coverage) 
jAimora | 4 | 91 | 23771 | 3 | 790 | 1 | 5726 | 46s | 2 | 3318 | 69 
/Bageshwar | 1 | 76 | 11431 | 9 | 218 | 2 | 2327 | 2164 | o | 1480 | 1299 
/chamoi | 0 | 7 | 17150 | 1 | 1158 =| 3 | 3828 | 3351 | 1 | 5522 | 2307 
[Champawat | 5 | 0 | 5533 | 0 | 981 | o | 2133 | 1756 | 0 | 3914 | 2659 
[Haridwar | 18 | 426 | 39765 | 64 | 3914 | 18 | 16085 | 9539 | 77 | 30258 | 13382 __ 
|Nainital | 7 | 63 | 25070 | 25 | 2512 | 18 | 12780 | 7397 | 10 | 7402 | 4883 
puri | 3 | 176_| 30879 | 10 | 1011 =| 9 | est | 4748 | 3 | 3044 | 1782 
/Pithoragarh | 0 | 2 | 9204 | 0 | 188 | 4 | 3777 | 3174 | 1 | 6876 | 4246 
/Rudraprayag | O | O | e661 | 1 | 773 | 0 | 2199 | 1733 | O | 1543 | 701 _ 
[Teri | 9 | 505 
juttarkashi | 5 | 463 | 22016 | 22 | 734 =| 1 =| 3203 | ~2850 | 3 | 4243 | 2707 
| Total | 89 | 2496 | 313128 | 421 | 23288 | 178 | 106953 | 69281 | 211 | 96057 | 52160 __ 








PREVENTION IS BETTER THAN CURE 
for your own safety 





QUARANTINE DISINFECT HANDS 
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1) Positive Cases Today: 366 #4 Recovered Today: 42 

4 Death Today: 00 4 Active Cases: 1660 

s*’Y Sample Positivity: 3.68 % R%_ Recovery Percentage: 95.14% 
1. Total cumulative Positive COVID-19 detected: 99881 
2. Total Number (%) of COVID-19 Patients Treated/ Cured: 95025 (95.14%) 
3. Total Number (%) of COVID-19 patients migrated/ Others: 1487 (1.49%) 
4. Total Number (%) of COVID-19 Deaths: 1709 (1.71%) 
5. | Number of samples found negative for COVID-19 today: 7627 
6. Total number of samples sent for COVID-19 testing today: 15420 
7. Total number of cumulative samples found negative: 2615000 
8. Total number of samples result awaited: 6374 
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Detailed Status of Sample Tested 
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etails of Districts having Positive COVID-19 Cases 





Deaths 
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Results 
Awaited 
(including sample 
sent to labs 
today) 
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District-wise Hotspots/ Containment Zones 


S.No. | District Number of Name of Containment Zone (Date of Start of Containment Zone) 
Containment Zone 





Mussorrie (01) 
1 Dehradun 01 1- Golway Cottage, Saint Goerge School Barloganj (11-03-2021) 


Situation Update, Uttarakhand: Today 


WHO has declared the Novel Corona Virus (COVID-19) epidemic as Public Health Emergency of International 
Concern (PHEIC) under [HR (International Health Regulation). In this context, Uttarakhand Government has 
strengthened the surveillance and control measures against the disease. Isolation and Institutional Quarantine 
facilities are operational in all districts. To combat the pandemic, the Government has operationalized 38 dedicated 
COVID Hospitals and 415 COVID Care Centres (CCC). 


Public Health Action Taken 


e To further increase the COVID-19 testing, the Government has lowered down the testing charges for both 
RT-PCR and Rapid Antigen COVID-19test. 

e To combat the pandemic situation, the State Government has commenced Home Isolation strategy for self 
isolation of asymptomatic COVID-19 positive patient. 

e The Government has decided the user charges/cost of treatment for private hospitals to treat COVID-19 
patients. 
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Details of Patients Treated & Cured and Death Summary: 


e Treated & Cured: Forty Two (42) patients discharged in different districts (Almora— 00, Bageshwar— 00, 
Chamoli— 00, Champawat— 00, Dehradun— 40, Haridwar— 02, Nainital— 00, Pauri— O00, Pithoragarh— 00, 
Rudraprayag— 00, Tehri— 00, U.S. Nagar— 00 & Uttarkashi— 00). 


e Death: No death reported today. 


Preventive measures 


1. All citizens must wear masks whenever venturing outside of their homes. 
2. Travelers’ and their family members must ensure strict respiratory and hand hygiene. 
3. Hand wash by Soap and water up to 40 second must be followed. 


APPEAL 


e Department of Health and Family Welfare, Uttarakhand appeal to every citizens of the state to exercise 
abundant caution by adopting COVID-19 appropriate behaviour in their daily routine. 


e The Government of Uttarakhand appeal to all the recovered/treated COVID-19 Positive patients for voluntary 
plasma donation at nearest Government Blood Bank. The plasma donation facility is existing in Doon 
Medical College Dehradun, Government Medical College Haldwani & Government Medical College Srinagar 
Garhwal. 


Details of State Control Room 
e-mail: covid19statewarroomuk @ gmail.com Toll free No: 104/0135 2609500_ 


email Id: idsputtarakhand @ gmail.com WhatsA pp No. 9412080544 
Details of District Control Rooms 


Pithoragarh 05964-226326 
05942- 231178, 231179, 231181, 05946- 281234 


01376-232093, 01376-232831 





